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XVIII. 'Experiments on the Effe5i of various Subjlances In tower- 
ing the Point of Congelation in Water, By Charles Blagden, 
M. D. Sec. R. S. and F, A. S. 



Read April 24, 1788. 

THE experiments which were neceffary, in order to deter- 
mine what effeft the admixture of various fubftances 
would produce upon the property of water to be cooled below 
the freezing point*, naturally led me to a more particular confi- 
deration of the power of fuch admixtures in making water 
require a greater degree of cold before it congeals. Many cu- 
rious queftions occurred on this fubje£l, which could only be 
anfwered by frefh experiments. Thefe were made nearly in 
the fame manner as the preceding ; that is, the liquor, whofe 
freezing point I meant to try, was put into. a glafs tumbler, 
-to the height of two or three inches above the bottom, and 
the tumbler was then immerfed in a frigorific mixture of com- 
mon fait and ice or fnow. As the objeft was feldom to 
cool the liquor as much as poffible below its freezing point, the 
operation required no particular care, but the frigorific mix^ 
ture was commonly permitted to a6t with its full force: 
wherefore, fome parts of the liquor were often much colder 
than others ; and particularly, near the top, a thermometer 
would ufually ftand feveral degrees higher than toward the 
bottom, becaufe the furface was conftantly warmed by the air 
of the room. 

* Seep. 125. ©f this Volume. 
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My firfl: objed of inveftigation was the ratio according ta 
which equal additions of the fame fubftance deprefs the freez- 
ing point. I began with common fait; and in order to avoid 
as much as poffible a fallacy in the experiments, becaufe the 
ordinary fait is never pure, and often not perfedly neutral, I 
chofe fome clean fait, in fair cryftals, which is fold in London 
under the name of Borrowftounnefs pure fait. This fait I 
diiTolved in diftilled water, in various proportions, and found 
the correfponding points of congelation to be as is expreffed in 
the annexed table J where the firPc column indicates the num- 
ber of parts and decimals of water to one part of the fait, and 
the fecond column (hews the freezing point found by the expe- 
riment. It appeared clearly, on comparing the proportions of 
water to fair, with the correfponding number of degrees which 
the freezing point was reduced below 32% that the efFedt of 
the fait was nearly in a iimple ratio ; namely, that if the ad- 
dition of a ienih part of fait to the water funk the freezing 
point about 11 degrees, or to 21°, it would be deprefled dou- 
ble that quantity, or to 10° nearly, when a fifth part of fait 
was diffolved in the water. To fhew, therefore, how far this 
fimple proportion is exa£t, I have added a third column to the 
table, which is made by feie£ling the loweft freezing point 
that was obtained without ambiguity in the experiment, and 
calculating, by a fimple inverfe proportion, what all the other 
points fhould have been according to that ratio. Thus when a 
fourth part of its weight of common fait was. diffolved in wa- 
ter, I found the freezing point of the liquor to be 4° ; there- 
fore, to determine what it fliould be when only ^~ part of 
fait was added to the water, the formula is 32 : 4 :: 28 (the 
number of degrees that the point 4° is below the freezing 
point of pure water) : 3I j which, fubtraded from 32° gives 



the Point of Congelation. 279 

28°! for the freezing point of that folution. All the reft of 
the third column of the table is found in the fame manner, 
and with very little trouble, becaufe 4 x 28 = 1 12 is a conftant 
number, which being divided by the numbers of the firft co- 
lumn, the quotient is the number of degrees fought. In all 
the experiments, none but diftilled water was employed. 



Common Salt. 



Proportion 

©f water to 

the fait. 


Freezing 
point by the 
experiment. 


Freeting 
point by cal- 
culation. 


32 : I 
32 : I 



29 

28 + 


281 
281 


24 : I 


27i 


271 


16 : I 


251 


25 


10 : I 


2H 


20| 


7,8 : I 


i8i 


17^ 


6,2 : I 


131 


14 


5 ' I 


9i 


9i 


S^S ' I 


74 


7 


4 •• I 


4 


4 



The third column is calculated 
from the laft experiment, in 
which the freezing point of a 
folution of one part of fait in 
four of water proved to be 
+ 4°. 



The numbers in the third column of the table come fo near 
to thofe in the fecond, that raoft likely the fmall differences 
between them ought to be afcribed to errors in the experi- 
ment; whence we Ihould conclude, that the fait lowers the 
freezing point in the fimple inverle ratio of the proportion 
which the water bears to it in the folution. 

In the courfe of the experiments made with the diffiirent 
folutions of this fait, fome phasnomena occurred which deierve 
further attention. 

I . This folution was in one inftance cooled 8|, and in feveral 

5 or 6 degrees, below its freezing point ; but in general it 

4 fhot 
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(hot rather more readily than fome other folutions; which I 
afcribed, from the analogy of my former experiments, to its 
lefs tranfparency. Though the common fait did not forma 
turbid folution, yet there was fomething of a greyilh caft, 
much like what is produced by the mixture of a fmall portion 
of clay with pure water; and the caution in conducing the 
operation, neceffary to make folutions of this fait cool a cer- 
tain number of degrees below their freezing point, feemed to 
be nearly the fame as would be required with water equally 
tinged by means of clay. 

a. When the folution was very ftrong, nearly faturated with 
the fait, cooling it tended fomewhat to leffen this greyifh caft, 
to render it rather more limpid: as was particularly the cafe in 
a faturated folution which I cooled to o°. I fufpe£t this efFed: 
takes place when the folution begins to expand with the cold. 

2- In the ftrong folutions, when the proportion of fait was 
as much as one- fifth, before the real congelation came on 
which reduced the whole to one temperature, feveral fmall 
ilrellated cryftals formed in the liquor, which, increafed very 
flowly. Thefe were real ice of the fait water ; but the cold 
being in this cafe very little below the freezing point of the 
folution, there was little power to make them fpread; and 
fometimes, when this occurred, I believe, part of the folu- 
tion toward the top was rather above than below the freezing 
point. Similar phaenomena were obferved, and In a ftill more 
remarkable manner, in the folutions of fome oth^r falts, al- 
ways when they were very ftrong : and it may be given as a 
general fad, that in folutions approaching to faturation, though 
tJhe formation of one glacial cryftal does, as in pure water, tend 
to make the whole freeze and come up to an uniform tempera- 
ture, yet the fhooting goes on much more flowly, as if the 
2 fait 
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fait oppofed fdme refiftance, or at leaft proved an impediment, 
to the progrefs of the cryftallization. By ftirring the folution, 
however, when thefe ftellated cryftals once began to form, 
they quickly increafed in bulk, or became more numerous, 
amd the liquor aflumed its freezing temperature. 

4. This fait with fnow, in the manner of frigorific mix-; 
tures, produced a cold of — 4", 



The next fait which I tried for its efFe£l in lowering th« 
freezing point of water, was nitre. It was part of a large 
compound cryftal, or bundle of cryftals, apparently very 
pure, fuch as is ufed in manufadluring the beft gunpowder. 
This being mixed with the diftilled water, in different propor-^ 
tions, the folution s froze according to the following table» 



Nitre. 



Woportion 


Freezing 


Freezing point 


of water to 


point by the 


by calculation. 


the fait. 


experiment. 




32 : I 


3°z' 


30§ 


24 : 1 


3° 


30 


16 : I 


281 


29 


ID : I 


27 


271- 


8 : I 


26 


26 


7»9* I 


26 f 


fait depofited 


7:1 


261 


fait depofited 
f much fait 
Idepofited. 


6,85 : 1 


27 



The third column is caflcu- 
lated from the fifth experi- 
ment, in which the freez- 
ing point of a folution of 
one part of fait in eight of 
water proved ta be 26". 



Nitre is well known to differ from common fait in being 
much more foluble in warm than in cold water. Hence it 
would be nothing remarkable, that the folutions being made in 

water 
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water above the freezing points fome of the fait fhouW, when 
they exceeded a certain ftrength, be depofited before they began 
to freeze. But a further queftion occurred here, whether^ 
when a folution was cooled below its freezing point, the fait 
would ftiii continue to be depofited ; or whether it would not 
have parted with all the fait it was obliged to let go by the 
time it came to the degree at which it was to freeze, and would 
retain the remainder notwithflanding any fubfequent cooling. 
To determine this, I noticed carefully the quantities of fait 
depofited at the bottom of the tumbler, in comparifon with 
the cold of the folution as fliewn by the immerfed thermome- 
ter ; and I found, that in fome cafes (for inftance, when the 
fait was to the water only as i : lo) the depofition did not 
begin till after the folution had paffed its :^-eezing point ; and 
that, when it began earlier, ftill there was no ftop at the freez- 
ing point,, but the quantity continued augmenting as the cold 
of the folution proceeded, and, as far as I could judge, rather 
in an increafing ratio. Thus when the faturated folution was 
cooled 8 or ID degrees below its freezing point, which often 
happened, the colledion of nitre at the bottom was very 
great ; and in this manner I could render a faturated folution 
of nitre no longer faturated when it came to freeze, the defi- 
ciency being fometimes fo great as to raife the point of conge- 
lation a degree or more. Hence was afcertained the unex- 
pefted fa£t, that the lower fuch folutions are cooled, the higher 
is their freezing point. 

The nitre depofited by the folution as it cooled, formed, if 
the veflel remained at reft, fmall but very white and compadt 
prifmatic or needle-like cryftals, of confiderable length, point- 
ing different ways, and at laft eurioufly interwoven with one 
another. But if thcfe were broken down, or the folution was 

flirred 
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ftlrred with any force, the remaining nitre deposited itfelf in 
fuch minute cryftals as to have much the appearance of a 
powder ; I fuppofe from the deftrudtion of the regular furfaces 
lipon which it would otherwife have continued to fprnl. 

Frequently, in the ftronger folutions, there appeared near 
the bottom and fide of the tumbler many elegant ftellated 
cryftals, perhaps a quarter of an inch in diameter, all fepa- 
rate, but fometimes crowding very clofe upon one another, fo 
as to exhibit a Ipeftacle of much beauty. 

The ice of folutions of nitre, efpecially when it began to 
thaw, was very different from common ice, having a foft 
woolly appearance, as if of a more tender and loole texture. 
Something of the fame kind was obfervable in the ice of all 
the other folutions, fufficiently diftlnguifhing it from any that 
can be formed of pure water. 

All the folutions of nitre were remarkably limpid, having 
no tendency to an opaque or turbid caft ; and accordingly they 
were very eafily cooled below the freezing point, and could not 
but with difficulty be made tp (hoot till they had paffed it many 
degrees. In two inftances they cooled more than 10 degrees; 
namely, a folution of one part of nitre in 24 of water cooled 
llowly to i9°2, and then (hooting, the thermometer came up 
to :^o° ; and another folution, in which the nitre was to the 
water as i : 10, cooled rather below 1 6°, and having produced 
fome ftellated cryftals, rofe, when the perfedl congelation took 
place, up to 27°. 

As, when pure water is cooled below its freezing point, the 
leaft particle of ice or fnow brought into contaft with it caufes 
an inftant congelation, I was curious to know whether the 
fame efFed would be produced when falts were diffolved in the 
water. Therefore, having one of tbefe nitrous folutions, whofe 

Vol. LXXVIIl. (Iq proportions 
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proportions were 8 : i, I cooled it to 24°, about two degrees 
below its freezing point, and then, no fait being depofited, I 
put into it a fmall bit of ice. The effed of this was not in- 
ilantaneous, as in pure water, though ultimately the fame ; 
the bit of ice gradually enlarged, and when it was ftirred 
about in the liquor, a number of ilar-like cryftals formed^ 
which being fcattered through it foon brought it to aa uniform 
temperature of 26°. This fame folution, when cooled in a 
preceding experiment to 18°, had its freezing point at 27% 
from the quantity of nitre that had been depofited.. In all 
folutions, therefore, of fuch falts as are much more foluble in 
hot than, in cold water, if it be defiEed to find their freezing 
pbint when they are loaded with as much of the fait as the 
water can contain at that temperature, the moft efFedual me- 
thod is to oblige them to fhoot, as foon as they can be made to 
do fo, by putting in a fmall bit of ice or fnow ; for thus the 
fallacy which might otherwife arife from the depofition of 
ibme of the fait will be avoided. 

A doubt having been fuggeftedy whether the Gonta<St of a 
cryftal of fait might not alfo bring on the congelation, that 
experiment was tried,, but it produced no efFe£l, Indeed, the 
formation of faline cryftals in thefe experiments, the liquor 
ilill remaining fluid, was a fuffieient-proof to the contrary. 

There is another phaenomenon which I thought took place in 
folutions of nitre and fome other.falts, but could not abfolutely^ 
fatisfy myfelf concerning It; namely, that the depofition of 
fome fait haftened that of the remainder* For inilance, fup- 
ppfe that a folution of nitre in the proportion of i : 8, would 
retain the. whole, of its fait at its freezing point of 26? ; then, 
if another folution were made much :ftronger, it would begin 
tp depofit.its fait before: it; came to 26' 1 and when cooled to 

a6°, 
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26°, it would not have juft loft the difference between the pro- 
portions of 6 : I and 8 : i, but would have depofited more of 
the fait, fo that now at 26® it would contain perhaps only a 
tenth of nitre ; as if the formation or exiftence of fome cry- 
ftals in the folution facilitated the feparation of the fait, or 
conftituted an attradive power counterading the attraction of 
the fait to the water. It would have required a particular fe- 
ries of experiments to afcertain this as a faft; but feveral 
obfervations incline me to believe it is fo; and the con- 
fequences to be drawn from it would be fufficiently curious, 
and applicable to many points of theory. Of the fame 
nature, perhaps, is another circumftance already hinted 
at, that after the folution has begun to form cryftals of 
nitre, the depofition proceeds with increafed rapidity as the 
cooling goes on. This may, indeed, be owing to the attrac- 
tion of the water to the fait decreafing in a progrelfive ratio 
with each degree of cold ; but it may alfo depend on the 
attrafting furfaces being multiplied as more cryftali are formed : 
and ftirring the liquor feems to haften the progrefs of the de- 
pofition; which may be afcrlbed to its bringing frelh portions 
of the folution perpetually to thofe attracting furfaces > for, if 
there be fuch an attradion, it can fcarcely be fuppofed to take 
place at any fenfible diftance. 

Upon the whole it feems evident from the preceding table, 
that the effe£t of nitre, like that of common fak, is to de- 
prefs the freezing point in the limple ratio of its proportion to 
the water ; which will be found univerfally true when allow- 
ance is made for the depofition and other fources of fallacy 
already enumerated. 

This nitre produced, withfnow, acddof between 26° and 
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As nitre funk the freezing point of water fo little, namely, 
but 6 degrees, I had recourfe for the next fet of experiments 
to that neutral fait which, after fea fait, produces the greateft 
cold with ice; which is, the common fal ammoniac. The 
different folutions of this fait in water, being fubmitted to the 
aftion of the frigorific mixtures^ froze according to the follow- 
ing table. 



Sal ammoniac. 



Froportion 


Freez'ng 


of water to 


point by the. 


the fait. 


experiirent. 


15,7 r I 


24i 


10 : I 


20i, 


9,8 : 1 


20 


7,9 : 1 


i6i 


6 : I 


12 


5 •• I 


8 


4:1 


4 



Freezing point 
by calculation. 



24f 

20 



I9I 

12 
8 



fait depofited 



The third column Is calcu- 
lated from the laft experi- 
ment but one, in which the 
freezing point of a folution 
of one part of the fal am- 
moniac in five of water 
proved to be 8°. 



lu this table alfo the numbers of the third colum agree fuf- 
ficiently with thofe of the fecondto fhew, that fal ammoniac, 
like the twa preceding falts, deprefles the freezing point in the 
fim pie ratio of the proportion in which it is mixed with the 
water. 

The following is the account, as written at the time, of the 
experiment where the fait was to the water as I : 5. *' This 
*' folution cooled down to 2° at bottom, but the frigorific mix;- 
*' ture being infufficieut, the top remained at i o". The tum- 
" bier was then taken out, and the frigorific mixture being, 
*' refreflied by ftirring and the addition of new materials, it 

**• was 
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" was replaced, when ice foon began to form at the bottom, 
** like feathered cryftals, which however Ihot out very flowly, 
*' But upon ftirring the folution, a vaft number of fiellated 
*' feathered cryftals prefently formed in it, the thermometer 
" rofe immediately to 7°!, and was foon got to 8V' I have 
tranfcribed thefe remarks, not only becaufe they elucidate 
fome of the phaenomena mentioned in former experiments, but 
likewife on account of the ftriking analogy the cryftals bore to 
the configurations obferved in a drop of the folution of this 
fait viewed with the microfcope. As the drop dries, great 
num.bers of feathered cryftals ftioot out from its edges, and 
fome more perfeft ftellated cryftals are often formed in the 
middle j of which a pretty exa£t reprefentation may be feen in 
Baker's Employment for the Microfcope (p. no. PI. II.)» 
The refemblance of both kinds of cryftals, in thefe two dif- 
ferent fituations, is very great ; and their particular figure is 
probably due to the fame caufe, a confuted and conftrained 
cryftallization, occafioned in the one cafe by the hafty evapo- 
ration and want of room in the drop, and in the other cafe by 
the watery congelation ading upon and embarraffing the natu- 
ral tendency of the fait. 

A ftronger folution of fal ammoniac, the proportions being 
I : 4, exhibited a ftill more beautiful appearance ; for, be- 
fide the feathered cryftals at bottom, and the ftars floating in 
the middle, a third fort of cryftals, moft refembling the ftars, 
attached themfelves to the fides of the tumbler, and were feea 
through the glafs as compofing a great variety of brilliant 
facettes. In this experiment the folution was reduced below 1°^ 
before any congelation began to take place, and a certain quan- 
tity of the fait fell to the bottom in the form of a white pow- 
der» about as much as reduced the liquor to the ftate of a 

fatu rated 
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Saturated folutlon at the freezing point, which therefore, when 
the congelation took place, proved to be 4°, inftead of 2°, the 
nunaber that would have anfwered to this proporti&n of fait. 

It has been a queftion much contefted, whether faline folutions 
depofit their fait upon freezing. That fome feparation, ©r a 
tendency to feparation, takes place, many fa£ts concur to 
prove ; and among the reft fome phaenomena obferved in the 
above-mentioned experiments. For inftance, the ftellated 
cryftals, when firft formed, were barely fufpended in the wa- 
ter, and fometimes they even gradually fubfided to the bot- 
tom ; which (hews, that they confifted of fait chiefly, only 
invifcated with ice, or at leaft of an over-proportion of fait : 
for the principal mafs of ice formed in a faturated folutioa 
floats in it like common ice in pure water. Befides, it was 
almbft conftantly found, that when a cruft of ice, which had 
been formed in a faline folution, began to thaw, a thermome- 
ter thruft into it rofe fomewhat higher than the point at which 
it had become ftationary when the congelation took place ; an 
indication that a lefs proportion of fait was prcfent in it than 
had been in the whole folution. And if, after any Iblution 
had {hot and formed a quantity of ice, the tumbler were 
ftill kept in the frigorific mixture, the thermometer immerfed 
in the liquor gradually funk lower and lower, as the congela- 
tion proceeded. But thefe very obfervations fliew, that the 
feparation is far from perfed ; as the rife of the thermometer 
in the former cafe, or its defcent in the latter, never exceeded 
one or two degrees, under a great variation in the quantity of 
ice in the folution. 

Sometimes in folutions of fal ammoniac, and fuch other 
falts as feparate by the cooling of the water, a fort of floccu- 
lenj; fubftanqe is formed, which fubfides in the water, and 

thereby 
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thereby is diftlnguilhed from the proper ice of the folution, 
which it otherwife much refembles in appearance. It is com- 
pofed priiicipally of the depofited fait, in very minute cryftals 
like powder, invifcated and kept together with a little ice. 

Though, fal ammoniac forms a tolerably tranfparent folu- 
tion, yet I perceive that in thefe experiments it was in few in- 
llances cooled much below its freezing point; the moft was 
nine degrees. I believe this to have been accidental, from no 
particular attention being now bellowed on that obje<5ti 

The fal ammoniac, rnixed with fnow, produced a cold of 
from 4° to4°iof Fa^irenheit's fcale. 

Of all the folutions fubmitted to thefe experiments, there 
were none more tranfparent and elegant than thofe. made with 
Rochelle fait. The water diffolved a large proportion of this 
fubflance, and had its freezing point funk according to the- 
following table. 

Rochelle fait. 



Proportion 

»f water to 

the fait. 


Freezing 
point by the 
experimcHts, 


3,0 : I 


29! 


4M 


271 
26J 


2,6 :i 


24 


2,25:1 


22|_ 


a : I 


2:1 ■< 


3,6 M 


24 



Freezing point 
by. calculation. 



The third column is caleu*- 
lated from the laft experi- 
ment but one, in which* 
the freezing point of a folu- 
tion of one part of the 
Rochelle fait in two parts of 
water proved to be 21°. 

AH the folutions of Rochelle fait bore to be cooled remarka- 
bly well. In one inftance the liquor funk 1 1 i degrees below 

3 ^^^ 



29I 

27i 

261 

231 



21 

fait depofited 
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its freezing point ; namely, the folutlon of one part of the 
fait in five of water, whofe freezing point proved 27°!, and 
which cooled to 1 6° before the cryftals of ice (hot. In two other 
inftances it funk fully nine degrees below its freezing point. 
And, as ah-eady has been mentioned, the folutions of this 
fait are remarkably tranfparent. 

In trying the greateft cold to be obtained by mixing Ro- 
ehelle fait with fnow, I could get the thermometer no lower 
than 24°. 

Glauber's fait likewife was fubje£led to the expetiments, 
but its utmoft efFed in producing cold with fnow appearing to 
be only two degrees, this Was too fmall a fcale for fettling any 
thing as to the ratio. A folution of it in water, in the pro- 
portion of 1 : 5» cooled readily to 31'; but the fait was depo- 
fited in great quantities, and often fo faft, as to flop the cool- 
ing of the bottom of the liquor entirely, though the vefl'el 
was immerfed in a ftrong frigorific mixture. This phaeno- 
menon has been obferved before ; but does not take place, to 
the fame degree, in the folutjons of any other fait with which 
I am acquainted, though I evidently perceived fomething of 
it in the ftrong folutions both of nitre and of fal ammoniac. 
It is exadiy the converfe of the cold produced by diflblving 
faits in water; for ^^ there fomeheat is abforbed, and becomes 
latent, by the change of the fait from a folid to a fluid flate, fo 
here fome heat is evolved as the fait affumes the folid cryftal- 
line form. . The effed is fo much more manifeft with Glau- 
ber's fait only, I imagine, becaufe the formation of the cry- 
ftals proceeds fo rapidly ; whence the quantity of heat gene- 
rated equals or exceeds the cold communicated by the freezing 
mixture. Some odd appearances are produced by this fudden 

flop 
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Hop of the cooling, and the rapid depofitiott of fait; for 
inftance, a particular ebullition in certain parts of the liquor ; 
but any intelligible defcription of them would be too minute. 

Thefe were all the falts with an alkaline bafis which I tried. 
They all agreed as to the chief objedl of thefe experiments, 
namely, to determine how much the freezing point of water 
would be funk by diffolving them in it in various proportions ; 
which by thefe experiments appears to be, as nearly as could 
be determined, according to the fimple ratio of the proportioa 
each fait bears to the water. 

I now refolved to try a few falts with an earthy and metallic 
bafis. 

The common fal cathartlcus amarus of the (hops was the 
Specimen I ufed of an earthy fait. It formed a turbid inele- 
gant folution, as if dirty ; and with various proportions of 
water produced the following points of congelation. 

Sal cathartlcus amarus. 



Proportion Freezing Freezing 
of water to point by the point by 
the fait. experiment, calculation. 

The third column is calculated 

00 

16:1 31 31 from the laft experiment, where 

10 : I 30 30I the freezing point of a folution 

4:1 281 28 of one part of the fal catharti- 

3 : I 261. 264 cus amarus in 2,4 of water 

2,4 : 1 25I 25I proved to be 25°!. 

No fait was depofited from the ftrongeft of thefe folutions ; 
and as that which I lifed was a dellquefcent fait, It muft pro- 
bably have been in a vaft proportion to the water, before any 

Vol. LXXVIII. R r 
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fuch efFe£t would have taken place. I have funk a thermo- 
meter with it and fnow to 7°i ; which, according to the pro- 
portions in the table, would make more than three parts of 
the fait to two of water. Accordingly, a large quantity of 
the fait was required to the fnow. 

No particular phaenomenon was obferved with this fait, except 
the lingular configuration of its ice, which afllimed the form 
of fungi, or of fome kinds of lichen, with feathered flriae. 
The folutions were difScult to cool much below their freezing 
point. 

Of the falts with a metallic bafis, green vitriol affords one 
of the moft traiifparent folutions in water. It finks the ther- 
motuetei licarly to 27"! with fnow, and reduced the freezing 
point ot water according to the following table. 



Green vitriol. 



The third column is calculated 
from the lall: experiment, in 
which the freezing point of a 
folution of one part of the green 
vitriol in 2,4 of water proved 
to be 28^ 

The ice formed by thefe folutioris affumed a foliaceous confi- 
guration, with a texture of penniform ftrise, in fome refpedts 
like the appearance exhibited by a drop evaporating under a 
microfcope, as delineated by Baker. Scarcely any fait gave 
the point of congelation fo regularly in the proportion of the 
quantities mixed with the water, and none afforded folutions 
4 which 



Proportion 


Freezing 


Freezing 


of water to 


point by the 


point by- 


the fait. 


experiment. 


calculation. 


10:1 


301 




3^ 


6 : I 


301 


30 i 


4 : I 


29 1 


29I 


3: I 


281 


281 


3,4 : I 


28 


28 
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which cooled more eafily and readily below the freezing point, 
in two inftances the cooling was more than ii degrees. 

Having found that white vitriol, mixed with fnow, pro- 
duced a cold of 20°, melting the fnow remarkably faft, I was 
Induced to try the freezing point of its folutlons. But though 
it diffolved very readily in water, yet the liquor it formed was 
fo turbid and thick, that little fatisfaftion could be derived 
from the experiments. The only numbers to be relied upon, 
are the following, which agree fufficiently with the general 
refult. 



White vitriol. 



proportion 

of water to 

the fait. 


Freezing 
point by the 
experiment. 


Freezing 

point by 

calculation. 


10 : I 



31 




3» 


5 'I 
3:1 


29I 
28f 


30 
284 



The third column Is calculated 
from the laft experimcht, in 
which the freezing point of a 
folution of one part of the 
white vitriol in three of water 
proved to be 28°|.. 

Thefe folutlons cooled very ill, rione of them having funk 
much below the freezing point, and the ftrongeft, which had 
a copious fediment, forming a crufi: of ice at the bottom of the 
tumbler, before it was reduced at all below the terra of con- 
gelation. 

M. AcHARD, of Berlin, having alledged*, that borax in-* 
(lead of ralfing the boiling point of water, like other faline 
fubftances, very fenfibly depreffes it, I determinecii, how- 
ever extraordinary the fa£t might appear, to try whether it had 
* See Crell's Chem. Annalen, 1786, Vol I. p. 501. 

R r a any 
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any peculiar efFed on the freezing point. But having made 
the experiment with nearly a faturated folution of borax, the 
thermoineter when it congealed was evidently below 32°: I 
believe about a degree. 

As a neutral or middle fait, which when cryftallized is al- 
ways nearly of the fame nature, anddilTolves in a regular pro- 
portion in water, feeraed likely to afford the moft fimple caf^. 
of the effe£l of extraneous admixtures, it was with fuch tha 
I began thefe experiments, But having found that with then\ 
the iimple ratio prevailed, I proceeded to try fubftances of i. 
more variable nature, and capable of being mixed with water 
in almofl any proportion ; fuch as acids, alkalies, and ardent 
fpirits. A material difference in the law, which feemed to 
occur in thefe new experiments, renders it proper to defer the 
account of them till fome refledions on the preceding fads, 
with a few additional experiments to which they gave rife, 
have been premifed. 

It is now, I believe, univerfally allowed, that in frigorific 
mixtures the melting of the fnow or ice is the principal cauf- 
of the cold produced ; all that heat which muft become latent 
in order to give water its fluid form being taken from the fen- 
fible heat of the ingredients. But as, when cryftallized falts 
are employed for the purpofe, thefe alfo are reduced to a liquid 
form, there muft, from this circumflance, be fome additional 
Gold produced, fuch for inflanee as would be occafioned by dif- 
folving the fame fait in water. Suppofe then that the latent 
heat of water is 1 50 degrees, and that fal ammoniac, in diffolving 
to faturation, produces fo much cold as finks the whole folution 
about 2,0° ; it is evident, that if this fait and ice are mixed 
together in fuch proportions as jufl: to melt one another, the total 
cold generated in the operation muft amount to 1 70 degrees. 
z Ani 
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And fo much aflrually is produced before the whole liquefadion 
is effected ; and yet a mixture of thefe two fubftances will fink 
the thermometer no lower than to 4° of Fahrenheit's fcale. 
The confideration of this apparent difficulty has led to the 
iuppofition, that a certain quantity of ^r^ is contained in the 
cryftals of the fait, which being difengaged in the folution 
keeps up the mixture to a certain temperature*. But I con- 
ceive, that the phasnomenon depends limply on the gradual 
liquefaftion of the ingredients, a neceflary confequence of the 
cold produced. A faturated folution of fal ammoniac freezes 
itfelf at 4" ; therefore, when the mixture is reduced, by the 
liquefaction of the ingredients, to that temperature, no more 
of them can melt, becaufe any addition of cold would freeze 
what is already melted ; and if the mixture, under fuch clr- 
cumftances, were placed in an atmofphere of its own tempera- 
ture, the ingredients would remain for ever in that fame ftate, 
without any further liquefa6lIon. But in an atmofphere 
warmer than 4°, they continue to melt, more or lefs flowly, as the 
heat which is gradually communicated furniihes what is necef- 
fary to become latent. This communicated fenfible heat being 
immediately converted into latent, the mixture will always be 
kept down to the fame temperature as long as there is a fuffi- 
cient mafs? of unmelted materials ; and it can link no lower, 
becaufe then the liquefadion would be flopped ; confequently 
fuch mixtures muft preferve, as they have been found to do, a 
pretty uniform temperature, fo as to, have been formerly ufed. 
for graduating thermometers. And the whole cold produced, 
or, to fpeak properly, the whole of the heat made to difap- 
pear, I prefume to be ultimately equal to the full quantity of 
latent heat belonging to the diffolved ice and fait. 

* De Luc's Idees fur la Meteorologie, Tom. I. p. 201. 

According 
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According to this explanation, the greateft cold to be pro- 
duced with any fait and ice or (now ihould be that with which 
a fatu rated folutioii of the fame fait freezes; which was for- 
merlj eftablifhed by M. De Luc as a fad, and is in general 
conformable to the preceding experioients. Thus, when a 
folutioii of one part of fal amaioniac in four parts of water was 
put into the frigorific mixture, fome of the fait was depofitedj 
and then the folution on freezing raifed the thermometer to 4°, 
which is exadly the cold produced by a mixture of the fame 
ialt with faow. Likewife the ftronger folutlons of nitre had 
their freezing point between 26° and 27°; thofe of green 
vitriol near 28°; and fo of mofl of the other falts, correfpond- 
ing with the cold o^ their frigorific mixtures. This agree- 
ment, however, is liable to be modified by feveral circum- 
ftances. For inftance, if the fait be of that nature that more 
of it is held in folution in warm than in cold water, it becomes 
extremely difficult to have the folution, at the moment it 
freezes, exadly loaded with that quantity of fait which is moft 
advantageous for a£ling upon the ice or fnow. Too much may 
have been depofited by the cooling previous to the congela- 
tion; or fome refiftance having occurred to the cryftallization 
of the fait, more of it may be retained at the moment of 
congelation than properly belongs to the folution at that tem- 
perature. The purity of the falts likewife, their particular na- 
ture as incli!)ed to deliquefce or to fall down in powder in the 
air, the rapidity, of their a6lion upon the ice or fnow, muft 
neceflarily be taken into the account, as influencing the degree 
of cold they can produce. 

It is an evident corollary from the above-mentioned agree- 
ment, that if the freezing point of the folution of a fait in 
water in any known proportion be given, its degree of folubi- 

lity 
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lity may in general be afcertalned, merely by trying the greateft 
cold it will produce with fnow. 

Notwlthftaiiding this ufual correfpondence between the 
greateft quantity of a fait that could be diiiblved, and the 
greateft degree of cold it would produce, compared witii the 
freezing point of its folution, I faw realon to believe that, with 
fome falts at leaft, an irregularity took place in this refpeft. 
The Rochelle fait, mixed with fnow, did not fink the ther- 
mometer lower than 24°; yet the freezing point of a folution 
of one part of it in two of water appears, by the numbers in 
the table, to have been 21°. It is remarkable, however, that 
in the experiment with a ftillftronger folution, where fome ot 
the fait was depofited, the freezing point came down to 24°. 
Likewife the folution of white vitriol, whofe freezing point 
was 28°!, depofited a copious fediment, and yet produced 
with fnow a cold of 20°. This fediment did not look like cry- 
ftallized fait, but gave a turbid appearance to the whole folu- 
tion. The moft remarkable circumftance of this nature, I 
think, occurred with the purified common fait ; which, when 
mixed with fnow, funk the thermometer only to - 4°. By 
experiment I found that one part of this fait would diflblve in 
about 2°i of water. Now, if the proportions of v to 4 give 
the freezing point at 4- 4°, as by the table; i to 2| would, 
upon the general analogy, give it .between - 12° and -13°; 
that is, 8 or 9 degrees lower than the greateft cold the fait 
would produce with fnow. This circumftance leads to a fuf*, 
picion, that however uniform the preceding tables appear, yet in 
reality fomething of a decreafing ratio exifts, and that each 
fubfeqiient addition of a fait does not deprefs the freezing point 
quite fo much as the preceding. In thofe lalts where the 
whole quantity of depreffion is but fmall, and in the upper 

part 
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part of the fcale in tbofe which have a greater effe(Sl:, this pro- 
i'refiion nia}' be infenfible, or be incapable of determination by 
fuch experiments as thefe, which by their nature do not admit 
of extreme accuracy ; but it may become fufficiently obfervable 
toward the lafl additions of fuch falts as are foluble in great 
quantity, and fuch as alter very much the freezing point. I 
never fucceeded to freeze the faturated folution of this Bor- 
rowftounnefs common fait, though it has been cooled feveral 
degrees belovir - 4° without depofiting any of 'its fait ; if the 
experiment were made in a cold fufficient for the purpofe, it 
would fhew whether any irregularity takes place in the adion 
of this fait upon fnow, or whether fuch a, decreafing ratio 
does exift. Perhaps, however, the whole may depend upon 
the principle alluded to formerly, that the prefence of fome 
fait fiivours the depofition of more: for when a fait is mixed 
with fnow, it may in this point of view be confidered as in 
the fame flate with a faturated folution of the fait which has 
fome of it remaining undiffolved ; and which, therefore, will 
not contain more than properly belongs to it at the given tem- 
perature; and the cold of fuch a frigorific mixture fhould be 
no greater than that of the freezing point of the faturated fo- 
lution under thofe circumftances. 

As It is well known that water, after it has been faturated 
with one fait, will take up a certain portion of another fait 
without depofiting any of the former, I was curious to try 
what effeft the addition of this fecond fait would produce on 
the freezing point ; and particularly whether it would deprefs 
the freezing point of the faturated folution the fame number 
of degrees that an equal proportion of the fame fait would 
deprefs the freezing point of water ; and whether the fame 

fimple 
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iimpleratiowould hold good, or any new law take place. To 
brlqg'this tothe teft of experiment; Itodk a'faturated folution 
of nitre, whdfe freezing point of courfe was between 26° and 
■27" : and adding to it the purified common fait iu various pro- 
portions, 1. obtained the following relults. 



"Compound fdlutlon of nitre and common fait. 



Proportion of 

water to the 

nitre. 



■h fatu rated 
sfolution. 



Proportion of 


Freezing . 


Freezing 
point by , 




water to the 


point by the 


■Difference, 


common. 'ftlt.'. 


frxperinient. 


calculation. 
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The Folution of nitre was one that had been made fome 
time, and contained near one-fixth part of nitre, confequently 
more than the water could keep diflblved in the teniperature of 
the atmofphere, which Was then not much above 40°. Some 
of it therefore was depofited at the bottom. This,, however, 
the addition of a ^^ part of common fait foon enabled the water 
to. take up, and the two falts. formed together a clear folution. 
In the frigorific mixture, before the congelation took place, 
fome faline cryftals were again depofited, which feemed to be 
chiefly, "if not entirely, nitre. In the temperature of the air 
this depofit was re-diffolved ; and on attending to the circum- 
llances more carefully, upon a repetition of the cooling, I 
found, that no .fait began to be depofited till the folution was 
reduced to 23°, when fome needle-like cryftals appeared, which 
confequently were nitr'e. The folution cooled about a degree 
more, and then, having let fall much fait, partly as cryftals 
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and partly, by fllrring, as a powder, it was made to congeal 
by dropping in a bit of fnow, and the thermometer rofe to 
23°! . When more fait was added, to render its proportion to 
the water as i : 1 5, the nitre feemed ftill more difficultly depo- 
fited in the freezing mixture; and this continued to be the 
efFcft of further additions of fait, the depofition of faline 
matter previous to the congelation being alv/ays lefs, In pro- 
portion as the quantity of common fait was greater. 

It is evident from the freezing points of this compound fo- 
lution, that the common fait deprefled the freezing point of 
the folution of nitre fomething lefs than it would have de- 
prefled the freezing point of water, if added to it in the fame 
proportion. To fhew this more evidently, I have added a 
fourth and a fifth column to the table : the fourth column is 
formed by taking the freezing point of the faturated folution 
of nitre as 26°-|, and then finding how many degrees the 
quantity of common fait added would have deprefled the freez- 
ing point of water ; this number of degrees, fubtra£led from 
the conftant nuniber 26°!, gives the freezing point by calcu- 
lation ; namely, what it fliould have been if the fait had pro- 
duced the fame efFed upon the folution of nitre as it would 
upon pure water; and the difference between this and the 
freezing point found by the experiment gives the numbers in 
the fifth column. From the table it is apparent, that the defi- 
ciency of ciitdi. from the fait goes on increafing to the third 
experiment, after which it decreafes. Probably fome particular 
Jaw takes place, which it would require a great number of expe- 
riments to deveiope ; but the decreafe toward the laft may in 
part be owing to the greater quantity of nitre which the water, 
when it began to be loaded with common fait, retained at the 
time of congelation, and which mufl: have its efFeit in 
J deprefling 
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■depreffing the freezing point. The above-mentioned clrcum- 
ftance feems rather contradidory to an opinion which has been, 
entertained, that when one fait, added to a faturated folutlou 
of another fait, enables it to take yp more of the former fait, 
it is onlv becaufe the water of crvftalllzation of the fecond fak 
really adds to the quantity of the diffoiving fluid. 



I next proceeded to try a fimllar experiment with fal .Immo- 
tilac and the purified common fait, but with this difference, 
that neither fait fhould be added to the water in fuch quantity 
as to come near the point of faturation, fufpeding that the 
diminution of effeft obferved in the foregoing experiments 
might depend, in part at leaft, upon this circumftance. The 
fal ammoniac, therefore, was diflblved in water in the propor- 
tion of I : lo, and the correfponding point of congelation ap- 
peared by experiment to be 20"! , agreeing very well with the 
table of fal ammoniac formerly given. To this folutlon was 
added the purified common fait, in proportion to the water as 
I : 15, and then as i : 10; the refulting points of congelation 
were as Is ihevvn in the following table, conftruded In all re- 
fpe£ts as the immediately preceding. 



Compound folutlon of fal ammoniac and common fait. 



I'roportion of 

water to the fal 

ammoBiac. 



10 
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tience it appears^ that In this compound folutlon both falts 
froducedj, as exaQly as the experiments can be expedted to 
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ihew, their full effc-ft in deprefliiig tHe point- of congelation. 
When the folutlons at length froze, after, coolmg many de- 
grees below the free'2ing point, the cry ftals fl)otia.,a very beau- 
tiful manner round the, bulb and up the ftem of the thernao- 
meter.. 

In a compound folution.' of Roche! le and 'common fait there. 
was, however,, a deficiency of effe£t. For the folutiou -of 
RocheLe fak in. the proportiQn'.of -one-part to four of water, 
having its freezing point at. 26°|- ; when- common fait:; was 
diffolved in it, in the proportion of -i%th,.„the freezing point 
appeared by experiment to be i6°?>. whereas by calculation it 
ihould hau&been deprefled. nearly .to 15°, 

A compoiition of three falts was afFefted as follows x 



Compound folution. of, Rbchelle fait, common fait, and. fa! 



ammoniac. 



Proportion 

of water to 

the Rochelle 

felt. 

9,8 : I 



Proportion 

of water to 

the common 

'fait. 

to : I 



Proportion.' 
of water to 
the fal am- 
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Freezing 

point by the 

experiment. 



17 : h 13 



Freezing 

point by 
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Ill" 



Difierence.. 



-If 



The computation is made thus : Rochelle fait, in the pro- 
portion of I : 9,8, deprefles the freezing point 2°| ; common 
fait, in the proportion of 1:10, finks it 1 1°| ; and fal am- 
moniac, in the proportion of i : 17, finks it 7°; now 3| + 
1114-7 = 2o| ; which, fubtrafted from 32, leaves 1 1°| for the 
computed freezing point of this mixture. 

The moment I had found by experiment that the addition 
of a different fait to the faturated folution of any fait would 
flill further deprefs its freezing point, it was obvious to con- 

y cludCj 
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clade, that greater cold could be produced with frow by a 
mixture of falts than by means of either taken feparately 
I made feveral experiments with this view, and found it uni- 
formly the fa£V, that by adding a certain proportion of a fall; 
which had lefs poxver of producing cold with fnow, to one 
which had. a greater, power, the ffigoriiic effect of the latter 
v^as fetifibiy increafed; Faffing over examples of lefs confe- 
qqence, it will be fufficient: to inftance common fait and iat 
ammoniac. The ordinary common fait I u fed to mix with, 
fnow, funk the thermometer to - 5" ; the fal ammoniac to +- 4° ; 
but when foms of the latter fait was mixed with the former, 
the compofition produced with fnow a cold of —12°. I did 
not carry the experiments far enough to determine the propor- 
tions, which anfwered beft, but. fa w evidently, that a confidera- 
ble variety in this refpe£t occafioned fcarc.ely a perceptible- dif- 
ference :, more fal ammoniac was,, however, required, "than 
that, proportion of it to the common fait, which ought, by 
computation, to. have funk a faturated folution of the latter 7 
degrees* On, feveral occafions I made ufe of this compofition 
to obtain a greater degree, of cold than common falc-aloue 
would produce, and found it a very .convenient method.. 

On, this principle it; is. that impure common fait always 
malves a ftrongcr freezing mixture than the, pure ; it being, in 
fa£t, a compofition of falts. I have feen three falts produce a 
greater cold than two, but have not carried the experiments 
far enough to afcertain the limits of this effed *. 

M= 

* The curious experittients, related in thePhilofophifiai TranfafSions for 
1787, p, 282. of producing a great degree of cold by diffolving a mixture 
©f falts ia water, depend in part upon the fame principle, the water being 
sapable of reducing more fait from a folid to a fluid flate when feveral kinds are 

employedj 
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M. DE ReaUxMUR propofed to try what cold gunpowder 
would produce with ihow, as a teft of its goodnefs, that is, 
of the purity of the nitre in its compofition. It is evident, 
from what has been delivered above, that if any faline impu- 
rity be mixed with the nitre, a frigorific mixture formed with 
the compofition will be lower than 26"^, a greater or lefs 
number of degrees, accordilig to the nature and quantity of 
the impurity ; and if it be only common fait, the proportion 
of it to the nitre may be thus determined pretty nearly. 

As the cold produced by common fait with fnow is —4° or 
more, and by fa] ammoniac +4°, it is difficult to conceive in 
what manner Fahrenheit fixed the zero of his thermometer. 
All thofe who have examined the few authentic paffages to 
be found in authors upon this fubje£t, will be fenfible how 
vaguely they are expreffed, leaving it doubtful whether he 
ufed common l;ilt alone, fal ammoniac alone, or both mixed 
together. There is no method of finking a thermometer 
exaftly to 0° with thefe falts and fnow, but by means of a 
certain fmaller proportion of common fait added to the fal 
ammoniac ; and it would have been an extraordinary chance, 
that Fahrenheit fhould hit precifely this proportion often 
enough to make him rely upon the point fo found as the 
commencement of his fcale ; more efpecially as the proportion 

employed, than it could of one of the kinds only. A remarkable faft of this nature, 
as I imagine, is recorded fo early as in the Memoirs of the French Academy of 
Sciences for i/OO, p. 116. "On prend une livre de fublitne corrofif, er tine 
" livre de fel ammoniac; on les pulverife chacun a part; on mele enfuite les 
"deux poudres tres exadtement ; on met !e melange dans un matras, verfant 
*' par-deil'us trois chopines de vinaigre diftille.; on agite bien le tout: et ce me-* 
" lange fe refr.)idit ft fort, qu'on a peine a tenir long-tems le vaifleau dans le3 
" mains en ete. 11 eft arrive meme quelque fois a M. HomberGj que faifant ce 
*' melange en grande quantitsj la matiere s'eft gelc." 

is 
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is probably no greater than a feventh or a fixth of common 
fait to the fal ammoniac. Is it poffible that Fahrenheit, 
finding a conliderable difference in his experiments, took the 
mean between them for his zero, without any refped to the 
different nature of the falts with which he operated ? It ap- 
pears, that he was at this time fo little acquainted with the 
fubjeft, as to confider his zero as the utmofl: limit of cold. 

I come now to certain fubftances which, by equal additions, 
feem to deprefs the freezing point of water in an increaftng 
ratio. Thefe, as was mentioned before, are acids, alkalies, 
and fpirit of wine. I judge this to be the cafe from the fol- 
lowing experiments, though they are by no means fo full and 
extenfive as I could have wifhed to make them, had leifure 
permitted. 

The Ipecific gravity of the vitriolic acid I employed was 
1,857 at 62* of heat; its efFedl upon the freezing point is 
fhewn by the following table. 

Vitriolic acid. 



Proportion 


Freezing 


Freezing 


of water to 


point by the 


point by- 


acid. 


experiment. 


calculation. 


10 : I 


24i 





5:1 


I2I 


I2J 


4:1 


. 7f 


72 



This table is conflrufted in the fame manner as thofe for- 
merly given of the folution of fimple falts ; the lail: experi- 
ment, where the proportion is 4 : i, being taken as the flaii- 
dard for computation ; and the extreme difference between 
the calculation and experiment Is no lefs than 2°|, upon a 

redu6lion 
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redufl'ion of the freezing point from 24°! to 7''|. The freez* 
ing point, fet. down in the table, is that to which the liquor 
rofe upon congealing, after having been cooled feveral degrees 
lower; which it is proper to. remark,, becaufe the ice rofe two 
or three degrees in thawing. 

The nitrous acid I employed was fmoaking, and had its fpe- 
cific gravity 1,454. It a6ted on, the, freezing point according 
to the following table, which is, coftTtruited in aU refpe6ls like 
the preceding. 



cjPr.qpoi;ti9B bf 


freezing 


Freezing 


.-^sratev to acid. 


point by 


point by 




CKperiment. 


calculation. 


36,8 : I 


26 1 




25f 


10 : I 


22 - 


2lf 


7,64 : 1 


18 


18 


S>^^' I 


IQl 


1,1 


4,26 : I 


7 


7 



'The greateft difference between the calciilation and expefi" 
ment appears here to be oilly two-thirds of a degree ; but that 
is more than, I thinkj can be attributed to, inaccuracy. Thefe 
mixtures cooled remarkably well; that in which the water was 
to the acid as 7,64 : i funk down to 6° before it froze. The 
ice heated about a degree befpre it (Was meked. 

Spirit of fait being a very weak acid, its increafe of ratio 
was not perceptible vyithitt theiimits to which I was confined^ 



Muriatic 



the Point of Congelattan, 



3^7 



Muriatic acid. 



Proportion of 
water to acid. 



10 : I 
5,1 : I 
3,05 : I 



Freezing 

point by 

experiment. 

o 

25 

9i 



Freezing 

point by 

calculation. 

o 

25 

i8i 
91 



This table is conftruded as the foregoing ; and the fpeclfic 
gravity of the marine acid was 1,163. 

Salt of tartar, fuch as is ufually fold in the fliops, was the 
vegetable alkali I employed. It did not readily deliquefce, 
and confequently was not very cauftic : the cold it produced 
with fnow was - 1 2°. 



Salt of tartars 


Proportion of 
water to alkali. 


Freezing 

point by 

experiment. 


Freezing 

point by 

calculation 


10 : I 


271 


261 


7^5 ■ I 


25! 


24* 


5 : I 


22| 


2li- 


3' I 


15 


14 


2,5 : I 


III 


loi 


2 : I 


«; 


5 



Here the greatefl difference between the calculation and ex- 
periment is fomething more than 1 i degree, in finking the 
freezing point from 2?,°| to 5° ; but in the higher freezing- 
points of the table it is lefs, as well as in the lower. Perhaps 

Vol. .LXXVIII. T t this 
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this irregularity in the experiments is in part to be afcribed to 
an impurity in the fait of tartar ; a ttarbid appearance, and at 
length a depofition, took place in all thefe folutions, but prin- 
cipally In the ftronger, occafioned probably by tartar of vitriol> 
with whkh that; fait is fo frequently mixed. 

The mineral alkali I tried, which was the cryftallized foda 
of the (hops, (hewed no increafe of ratio; but the fcale of ils= 
operation was. too fmall for a proper judgement to be formed.. 



Mineral Alkali 



Proportion of 
water to alkali. 



10 : I 
5 -I 



Freezing 
point by 
experiment. 

o 

30- 

27t 



Fi'eezing 

point by 

calculation. 






This fait would not remain fufpended in much greater pro- 
portion in the cooled water. I coniider the folutions as de- 
creafing in their freezing point by an equal ratio : poffibly, if 
the fait of tartar had been cryftallized, and perfeftly fatu- 
rated with- fixed air, it would alfo have aded in the manner 
of a neutral fait, and produce^ no increafe upon the ratio, 

IMy volatile alkali, being the fal volatilis falls ammoniacij 
was tried only in two proportions^^ 



¥oIk^ 



the Point of Congelation, 



309 



Volatile alkali. 



Proportion of 
water to alkali. 



ID : I 
5,18 : I 



Freezing 

point by 

experiment. 

o 

25 
19 



Freezing 

point by 

calculation. 

o 

^9 



Here alfo there is no appearance of an Increafe of ratio, but 
rather the contrary. 

The fpecific gravity of the fpirit of wine I employed was 
5829 at 02°. It deprefled the freezing point according to the 
following table. 



Spirit of wine. 



"Proportion of 
Water to fpirit. 



8,5: 

5 : I 

3,66 

3 : I 

2,5 : 



Freezing ' 
point by 
experiment. 


Freezing 

point by 

calculation. 



24I 

17 

121 

8| 




23I 
18 

I2| 

81 


4 


4 



The total difference between the calculation and experiment, 
upon a redudion of the freezing point from 24°$ to 4°, is | of 
a degree ; but the intermediate points are very irregular, and 
in an oppofite fenfe, as if the ratio were decreafing. It feems 
more probable, that forae inaccuracy in the experiments, per- 
haps owing in part to the evaporation of the fpirits, ihould be 

T t 3 the 
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the occsfion of this, than that there fliould be fuch an irregu- 
larity in the iaw. 

If afiy perfoii fhould allecfge, that the difference between 
the obferved and computed freezing points in the foregoing 
tables is not fufficient to eftablifti the increafe of ratio, 1 can. 
oniy reply, that it appears to me greater than can reafonably 
be afcnbed to error in the experiment ; efpecially as fimilar 
experiments with neutral falts, not condufted more atten- 
tively, agreed fo well together in pointing out a different law. 
It muft be allowed, however, that the experiments do not 
ihevv any increafe of ratio, except in the vitriolic and nitrous 
acids, fait of tartar, and, with more ambiguity, In fpirit of 
wine ; from analogy only I fufpe£t it to take place in the other 
acids, and in the mineral and volatile alkalies provided they 
are cauilic. That a different law from what prevails in the 
neutral falts fhould take place with thefe fubflances, feems not 
furprifing, when it is confidered how much ftronger attrac- 
tion they Ihew for water, and how much lefs limited the pro- 
portion Is in which they will unite to it : for the fame reafons, 
I fhould not think it extraordinary, if deliquefcent falts, com- 
bined with water, fhould be found to obferve the fame in- 
creafing ratio In depreffing the freezing point. 

As other experiments upon the watery congelation of acids, 
and in lower degrees of cold, have been given to the public, it 
would have been defirable to compare them with mine, and thus 
to have obtained a greater length of fcale. But the difficulty 
of afcertaining the precife flrength of different acids is (o great, 
and a fmall uncertainty in this refpedt may occafion fo much 
error, that I conceive little reliance can be placed, with regard 
?o the prefent objed, upon any experiments except fuch as are 
4 made 
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made by diluting the y2?Mr acj'id with different proportions of 
water. 

I fhall conclude this Paper with the account of an experi- 
inent to determine the effeft of fait upon the expanfion of 
water by cold. Pure water begins to (hew this expanfion about 
the temperature of 40°, that is, 8 degrees above its freezing 
point. I put a folution of common fait, in the proportions of 
4,8 parts of water to one of the fait, and confequently whofe 
freezing point was 8°|, into an apparatus I had ufed for other 
experiments of the fame kind ; and found that the folution 
continued to contrad till it was.cooled to 17°, but had fenfibly 
expanded by the time it was cooled to 1 5°. Suppofe the expan- 
fion to have begun at i6°f, it would be juft 8 degrees above 
its new freezing point. Hence we have reafon to conclude, as 
far as one experiment goes, that the combination of a fait 
with water has no other effect upon its quality of expanding 
by cold, than to deprefs the point at which that quality be- 
gins to ht fenfible, juft as much as it deprefles the point of 
congelatian. 

It is probable, that the fubjeft of this Paper will appear to 
fome minute and trifling. Did it lead to nothing further, that 
opinion might be juft. But it is by the accumulation of fafts 
of this kind, and efpecially fuch as have been developed by 
Mr. Cavendish in his excellent Papers on the freezing of 
acids *, that the foundation rtiuft be laid for a general theory 
of the laws of cohefion, which may ultimately lead to a know- 
ledge of the ftrudlure upon which the intimate properties of 

* Philofophical Tranfadions, Vol. LXXVI. p. 241. and p. 166. of this 

Volume, 

bodies 
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bodies depend; in the fame manner as more accurate obferva- 
tions of the different motions of the great maffes in the uni- 
verfe, paved the way to the fublime difcoveries of Kepler. 
and Newton. 




